
Anthony & Ca 

JEWELERS 

Buy Gold Jewelry Hoover 



In the jewelry business since 1965, and has developed a great reputation by providing our 
customers with superior jewelry at great prices. 

Before being in the retail jewelry business, we created jewelry for a wholesale jewelry 
company In 1994, the founder of Anthony & Co. opened a retail store. His love of working 
directly with the public and helping create their dreams has grown Anthony & Co. to what 
it is today. 

Diamond in the Rough 

Our talented carvers are able to create a perfect match for your budget and lifestyle. 
Sparkle & Shine 

Layer your sparkle for endless possibilities and let your light shine ... you couldn't ask for a 
more elegant look at this price. 

Moissanite and Diamond Earrings 

Quality: 14K White 
Size: RIGHT 3/4 CT TW 
Finished State: Polished 
Weight: 1.285 DWT (2.00 grams] 
Quantity: 

1- 05.00 MM Very Good Faceted, Charles & Colvard™ Created Moissanite - Round Faceted; 
Very Good Quality 

2- 04.00 MM Very Good Faceted, Charles & Colvard™ Created Moissanite - Round Faceted; 
Very Good Quality 
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Genuine Black Spinel & Diamond Hinged Cuff Bracelet 

Quality: Sterling Sliver 

Dimension: 1/3 CT TW 

Finished State: Polished 

Weight: 33.23 DWT (51.68 grams] 
Quantity: 

6 - 0.004 Ct — .95 MM, 12 Round Diamond 

7 - 0.008 Ct — 1.2 MM, 12 Round Diamond 

12 - 0.009 Ct — .95 MM, Round Gemstone BLACK SPINEL0.009 Ct — .95 MM, Round 
Gemstone BLACK SPINEL 

12 - 0.013 Ct — 1.20 MM, Round Gemstone BLACK SPINEL 

13 - 0.005 Ct — 1.90 MM, 12 Round Diamond 
13 - 0.011 Ct — 1.10 MM, Round Gemstone BLACK SPINEL 

35 - 0.010 Ct — 1.00 MM, Round Gemstone BLACK SPINEL 

36 - 0.005 Ct — 1.1 MM, 12 Round Diamond 

Moissanite Dangle Earrings 

Quality: 14K White 
Jewelry State: Complete With Stone 
Stone Type: Moissanite and Diamond 
Carat Total Weight: 3/8 
Stone Size: 04.50mm 
Diamond Clarity: II 
Stone Color: N/A 

Gemstone Quality: Forever Brilliant 
Finish State: Polished 
Weight: 1.3832 DWT (2.15 grams) 
Length: 19.48mm 
Width: 1.37mm 
Quantity: 

2- 04.50 MM Very Good Faceted, Charles & Colvard™ Created Moissanite - Round Faceted 
Forever Brilliant; Very Good Quality 

4- 01.20 MM (01.16 - 01.23) Full Cut, II ROUND FULL CUT G-H GENUINE DIAMOND 
10- 01.00 MM (01.00 - 01.15) Full Cut, II ROUND FULL CUT G-H GENUINE DIAMOND 

From custom design, on site repairs, appraisals while you wait and watch repair, we are 
here to serve you. 





For more information please visit http : / /www.anthony co j ewelers.com 



